1. 

2. 

3. 

4. 


5. 

6. 

7. 

8. 


Field  work  was  performed  on  March  15,  2017. 

Monroe  County  Surveyor's  Field  Book  48,  page  75. 

Project  Name:  ClearCreek2017,  Field  work  by:  RSO,  Drawn  by:  RSO,  Reviewed 
by:  RSO  &  TER. 

Coordinates  shown  hereon  were  obtained  from  GPS  observations  utilizing  the 
Indiana  Real-Time  Network  (INCORS).  Indiana  West  Zone,  NAD83(2011)  Epoch 
2010.0000,  State  Plane  Grid  Coordinates,  US  Survey  Feet.  Geoid  model 
G2012BU7.  Datum  NAD83_NO_TRANS. 

Coordinate  data  and  bearings  and  distances  were  collected  using  a  Topcon 
Network  Rover  (PG-A1  antenna  and  GRS-1  data  collector). 

Vicinity  sketch  was  compiled  per  2017  aerial  photography. 

Bearings  shown  hereon  are  grid  north  (Indiana  State  Plane  West  Zone).  Current 
Magnetic  Declination  is  4°16'W  per  the  NOAA  National  Centers  for  Environmental 
Information  online  magnetic  declination  calculator. 

This  monument  was  accepted  by  the  Monroe  County  Surveyor  Review  Board  on 
September  14,  2010.  We  collected  coordinates  on  the  known  monument  in 
preparation  for  an  upcoming  perpetuation  survey  in  the  area.  Historic  research  has 
not  yet  been  performed  to  prove  the  validity  of  this  monument.  The  prior  Monument 
Record  references  a  Eric  L.  Deckard  survey  performed  for  Lowry  in  2010,  on  file  in 
the  Office  of  the  Monroe  County  Surveyor. 
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WITNESS  MONUMENT  TIES: 

A.  MAG  nail  set  1 .0'  above  grade  on  the  west  side  of  a  new 
8"  round  wooden  fence  post; 

S2°W  11.5' 

MAG  nail  found  0.5'  above  grade  on  the  north  side  of  an 
old  8"  round  wooden  fence  post; 

S90°W  30.4' 

MAG  nail  found  0.5'  above  grade  on  the  west  side  of  an 
old  7"  round  wooden  fence  post; 

N5°W  8.2' 


B. 


C. 


MONUMENT  ACCESSORIES: 

(#136)  A§"  rebar  with  a  yellow  plastic  cap  BRG  cap  was 
found  flush  on  the  south  side  of  a  fence  corner  post; 

S  00°  10'  22"  W  209.42'(M)  209.77'  (Record  distance  per 
the  Carl  Richard  Payne  Type  E  Administrative  Subdivision 
recorded  as  Instrument  No.  2013002463) 

OTHER  ACCESSORIES: 

A  Monroe  County  Surveyor  Marker  sign  was  found  5.6'  above 
grade  on  the  east  side  of  the  post. 

OTHER  OBSERVATIONS: 

The  post  is  approximately  230'  north  of  the  north  edge  of 
Bennett  Lane.  The  woven  wire  fence  to  the  south  is  brand  new. 
The  woven  wire  fence  to  the  north  and  west  is  older,  but  is  still 
in  very  good  condition.  When  I  arrived  at  the  corner  on  March 
15,  2017  it  was  immediately  apparent  that  the  fence  post  was 
new  and  that  the  Monroe  County  Surveyor  Marker  sign  had 
been  removed  and  reattached.  I  talked  to  the  farmer  who  owns 
the  property  to  the  east,  Ricky  Watson.  He  said  that  he 
replaced  the  old  corner  post  because  it  was  rotten.  He  assured 
me  that  the  new  post  was  set  back  in  the  same  hole  when  it 
was  replaced.  He  drove  over  to  the  look  at  the  post  with  me  so 
that  we  could  be  sure  we  were  talking  about  the  same  corner. 
Based  on  remaining  witness  ties  there  is  as  much  as  1 .0'  of 
error  associated  with  this  corner.  Based  on  measurements  to 
other  survey  monuments  that  were  tied  to  the  old  fence  post, 
the  new  post  appears  to  be  within  0.35'  of  the  old  post. 


^  Monument  Description:  8"  round  wood  fence  post,  6.3'  above  grade  with  a  Monroe  County  Surveyor  Marker  5.6'  above 
grade  on  the  east  side  of  the  post 

State  Plane  Grid  Coordinates:  Northing:  1366562.3',  Easting:  3100444.5' 
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Photos  were  taken  on  3/15/2017  with  an  iPhone  6s  unless  otherwise  noted. 
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MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  31  Township:  7  North  Range:  1  West  Corner  ID:  CICr  C-23 

Monument  Description  &  Remarks:  8"  wood  comer  post  5.5ft  above  ground.  Survey  Sign  5ft 
above  ground  at  pt.  A 

References  On  File:  Eric  Deckard  survey,  Lowry  (2010),  on  file  in  Surveyor  Office 


A  -  8"  Round  Wood  Post 
B  -  N  86°  W  29.96'  to  MAG 
nail  in  8"  round  wood  post 
C  -  N  58°  W  36.45'  to  MAG 
nail  in  8"  round  wood  post 
D  -  N  03°  E  7.25'  to  MAG 
nail  in  7"  round  wood  post 


Not  To  Scale 

Compass  Bearing  Magnetic  North 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provisions  of  section  36-2-12-11  of  th^Jndiian^  Code;  and  the  above  data 

is  given  under  my  hand  and  seal  this  26th  day  of  July,  2010.  Hill, 
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Administered  by  the  Monroe  County  Surveyor  Review  Board  . ^ 
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